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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 151374 
ORIGIN DOE- 15 

INFO OCT-01 EUR- 12 EA-12 ISO-00 ACDA-12 CIAE-00 INR-10 
10-14 L-03 NSAE-00 EB-08 NRC-07 OES-07 SOE-02 
DODE-00 SS-15 SP-02 CEQ-01 SSO-00 NSCE-00 INRE-00 
PM-05 /126R 

DRAFTED BY DOE:JDAILY 

APPROVED BY OES/NET/EST:RCLIIMATAINEN 

SCT:AJILLSON 

ACDA:MROSENTHAL 

DOE:SMCDOWELL (SUBS) 

DOE:HLYON 
DOE/IA - S CEJA 


061273 142306Z/12 

O P 142205Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO IMMEDIATE 
INFO AMEMBASSY PARIS PRIORITY 
AMEMBASSY VIENNA 

UNCLAS STATE 151374 

USIAEA 

E.O. 11652: N/A 

TAGS:ENRG, TECH, PARM, JA, IAEA, FRANCE 

SUBJECT: ADVANCED SAFEGUARD INSTRUMENTATION TESTING 
AT TOKAI 

REEERENCE: A. TOKYO 10701 B. TOKYO 9307 C. STATE 
148919 

1. PROPOSED CEA CHANGES TO AGREED MINUTE ARE ACCEPTABLE AND 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 151374 

CEA PARTICIPATION IN TASTEX PROGRAM IS WELCOMED BY U.S. 

2. SUGGEST THAT NOTIFICATIONS AND PARTICIPATION OF FRENCH 
FOR TECHNICAL MEETINGS IN JAPAN BE HANDLED BETWEEN 
REPRESENTATIVES OF GOJ AND GOF ON A CASE BY CASE BASIS, 
INCLUDING DECISIONS ON ATTENDANCE AND SPECIFIC MEETING 
ARRANGEMENTS. U.S. WOULD LIKE TO BE ADVISED OE SUCH 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

MEETINGS. CHRISTOPHER 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR SAFEGUARDS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 jun 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE151374 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JDAILY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780249-0259 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780659/aaaabyqi.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: ac75e888-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN DOE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 TOKYO 10701 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2348586 
Secure: OPEN 
Status: NATIVE 

Subject: ADVANCED SAFEGUARD INSTRUMENTATION TESTING AT TOKAI 
TAGS: ENRG, TECH, PARM, JA, FR, IAEA 
To: TOKYO USIAEA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ac75e888-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
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